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LIGHTNING. 


Tusre are indications that we may anticipate 
severe electrical disturbances during the coming 
summer. ‘The winter has been unusually long and 
severe. Abnormal weather has occurred over most 
parts of the globe. Reports of severe thunder- 
ctorms reach us from the Cape and the antipodes. 
Exceptional conditions of this kind abroad usually 
presage similar conditions in England. ‘ Coming 
events cast their shadows before.” But whether 
. the coming summer be above or below the average 
in lightning accidents, we are none the less bound 
to call attention to the fearful apathy and gross 
carelessness evinced in protecting buildings from 
atmospheric electrical discharges. 

During two severe storms in England, in June, 
1872, there were ten deaths and fifteen cases of 
injury to human beings; sixty houses struck, and 
fifteen burnt down; and twenty-three horses or 
cattle, and ninety-nine sheep, killed. Those acci- 
dents that are not recorded are innumerable. In 
large towns damage to property is more frequent 
than destruction of human life, but in the open 
country destruction of life is perhaps more frequent 
than destruction of property, unless we except 
trees, which are ruined in thousands every year, 
and unfortunately—from nl size and growth— 
the finest suffer. 

Lightning protection ii is therefore not only a ne- 
cessity, but it is a source of satisfaction and comfort. 
It is difficult to comprehend the reasqns why it is 
not more largely adopted. It is not its inutility— 
for the beneficial effect of lightning-conductors 
amongst our buildings and our shipping is incon- 
testible. It is not its expense—for a house can be 
protected for a less sum of money than is required 
to bed out a parterre. It is not its difliculty—for 
any skilled workman or energetic landlord can do 
it with ease. | 

Dr. Mann, the President of the Meteorological 
Society, has done good service in reading an ex- 
haustive and able paper on the subject before the 
Society of Arts, and an admirable notice was given 
of it in the Times. Dr. Mann has supplemented 
this notice with an excellent letter to the leading 
journal on the precautions to be taken, especially 
with the tall zinc tubes now so largely used for 
chimney-tops. Mr. Preece had previously called 
attention, in the Times, to the danger of chimneys, 
lined as they are with soot, filled with ascending 
currents of heated air and smoke, and terminated 


in grates, acting as lightning-conductors. If all 
such chimney-pots be connected with the water- 
pipes by galvanised iron ropes, and if all these 
pipes make good earth, a house is as safe from 
lightning as a collier in a mine. 

All lightning-protectors should be constructed on 
proper scientific principles, and we have published 
in our columns many valuable papers on the sub- 
ject. The great desiderata to be urged are—the 
employment of perfectly continuous metallic ropes 


or rods, the use of good earths, and the terminatien - 


$f the conductors in the air in points. A great 
fact to be remembered is, that joints, and earths, 
and points deteriorate, and lose their efficiency : 
they therefore require frequent examination and 
frequent renewal. Lightning-conductors require 
annual inspection and careful overhauling. 


It is needless to point out to telegraphists the 


necessity of a good earth, for they all know that 
their circuits are unworkable without them ; but 
it is lamentable to see the condition of the earths 
to the lightning-protectors of the steeples of some 
of our cathedrals and churches. The splendid new 
spire of Llandaff cathedral is positively in a dan- 
gerous condition from this cause. Nine out of 
every ten churches are in the same condition. 
Earth-wires are plunged into the interior of cis- 
terns ; they are leaded into stones ; they are bedded 
in dry sand. One was carefully put into a glass 
bottle buried in the dry earth; another was coiled 
carefully into the interior of a wooden pail, in the 
basement floor of the house it was meant to protect. 
Every case of the inefficiency of lightning-protectors 
that has been examined has been proved to be due 
to the existence of such gross ignorance of the 


commonest principles of electrical science as is 


evidenced by the above cases. 

The country is now overrun with ne. 
Telegraphists are to be found everywhere. There 
is no difficulty in securing the advice and assistance 
of skilled men, and our churchwardens and church 
dignitaries would do well to call such experience to 


their aid. It is better to lock the stable door before 
the steed is stolen. 


Posr-Orrice TELEGRAPHS.—Statement showing the 
total number of messages forwarded from Postal 
Telegraph Stations in the United Kingdom during the 
week ended the 1st May, 1875, and during the cor- 
responding week of 1874 :—1875, 394,518; 1874, 
377,849 ; increase in the week of 1875 on that of 1874, 
16,669.—-Week ended 8th May, 1875, and correspond- 
ing week of 1874:—1875, 402,502; 1874, 375,870; 
increase in the week of 1875 on that of 1874, 26,632. 

Tse Manager of the Direct Spanish Telegraph 
Company, Limited, informs us that the average time 
occupied in the transmission of telegrams between 
Madrid and England, via Santander, during April, was 
2 hours and 57 minutes (including transmission over 


| Spanish land-lines). 
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CENTRAL TELEGRAPH STATIONS. 
Tue great commercial capitals of the world, London 
and New York, have, within a very short period, 
been provided with Central Telegraph Offices which 
for extent and completeness are unequalled else- 
where. The Central Telegraph Station in St. 
Martin’s-le-Grand, and the new offices of the 
Western Union Telegraph Company in Broadway, 
New York, may be regarded as evidences of an 
amount of progress such as has attended few insti- 
tutions in our time. Less than thirty years ago 
the “ system” of the late Electric Telegraph Com- 
pany—or, to speak more correctly, the telegraphig 
system of the United Kingdom—consisted of a line 
to Nine ‘Elms, and a small office at 334, Strand. 
Similarly, in 1846, a single wire was erected to an 
obscure office beneath the express offices at No. 16, 
Wall Street, New York, and two wires from Wash- 
ington terminated in a small room over tke Ferry- 
house in Jersey city, where three clerks easily—and 
not very continuously—performed the whole tele- 
graphic business of the city of New York. We 
need not trace the progress of the Electric Tele 
graph Company eastwards until it acquired extensive 
offices,—first, in Founders’ Court, Lothbury, and 
subsequently in Telegraph Street, Moorgate Street. 
Nor need we do more than simply mention the 
British and Irish Magnetic Telegraph Company, 
with its offices in Threadneedle Street, and the 
United Kingdom Telegraph Company, located in 
Gresham House. All three were eventually housed 
in the premises built by the Electric Company in 
Telegraph Street, and thence the next move was to 
the new Post-Office in St. Martin’s-le-Grand. This 
event occurred on the 17th of January, 1874; and 
little more than a year afterwards—viz., on the 1st 
of February last—the Great American Telegraph 
Company moved to its new premises in Broadway, 

ew York. | | 
N The American structure has been erected at a 
cost of more than two million dollars, and a consi- 
derable portion of this amount has been subscribed 


_ in England—chiefly in London, we believe. It is 


built of brick and granite, in what, with some lati- 
tude, may be designated as the French Renaissance 
style, the main idea in its construction being to re- 
duce in appearance—by the proportions and the 
arrangement of the details—the great height of the 
building, as compared with its width or front. The 
building is said to be fire-proof throughout, wood 
having only been used for the doors, window-sashes, 
and the wainscoting. Most people are familiar with 
the appearance of our new Post-Office buildings in 
St. Martin’s-le-Grand. Many regard them as being 
wholly devoted to telegraph purposes ; but it should 
be explained that only the.top floor, the basement, 
and one or two rooms on the intervening floors are 


so occupied. The building of the Western Union 


Telegraph Company, in New York, extends to the 
height of no fewer than ten separate floors, and is 
mainly occupied by the various offices of the Com- 
pany; but it is with the operating rooms, situated 
on the seventh floor, just as itis with the instrument 
galleries in St. Martin’s-le-Grand, that we are 
mainly concerned in speaking of both as central 
telegraph stations. The American room is 145 ft. 
long, 70 ft. wide, and 23 ft. high, or about the size 
of the central gallery in St. Martin’s-le-Grand. 
This gallery, supplemented by the side wiags, and | 


forming a space somewhat resembling the letter H, 
has a superficial area of not less than 20,000 feet : 
so that the American room is not much more than 
half the size of our own. The instrument tables 
do not extend to more than 500 ft. in length in New 
York, while those at St. Martin’s-le-Grand extend 
to 2800 ft., or more than ; a mile. In America, 
where the system of “‘ sound ” telegraphy prevails 
to a large extent, the tables are cut into short 
lengths, each separated into four compartments, go 
as to isolate the operators from each other and to 
confine the scund as much as possible. Here, 
owing to the variety of systems employed and the 
extensive use of automatic instruments, the tables 
are of considerable length, and are open through- 
out. In the Western Union Company’s new office 
less than 200 instruments of all kinds are employed, 
including 149 Morse instruments, 15 sets of duplex 
apparatus, and 6 of Phelps’s printing instruments, 
In St. Martin’s-le-Grand the total number of in- 
struments exceeds 450, and includes 195 Morse 
printers, 122 single needle instruments, 65 sets of 
duplex apparatus, 53 sets of Wheatstone’s automatic 
instruments, and 18 of other sorts. The switch or 
test board of the American office is arranged for the 
distribution of 300 wires; that in our own Post- 
Office building is arranged to accommodate 800 cir- 
cuits, and if need be the provision can be extended 
to 1000 lines without difficulty.. Batteries, which — 
are to the telegraph what the boiler is to the loco- 
motive, are always an object of anxiety in planning 
a large telegraph office. They cannot well be situ- 
ated in the instrument room on account of their 
peculiar construction and their continual wants, and 
yet they should not be too far away from it. In 
this respect the New York Office, where the bat. 
teries are stored in a room immediately underneath 
the operating room, has a decided advantage over 
the London Office, where several floors intervene 
between the instrument galleries and the battery 
room. In extent, however, the two departments 
are as widely different as are the arrangements in 
the respective instrument rooms. In the Western 
Union Company’s Office provision is only made for — 
a maximum power of less than 17,000 cells, while 
the number of cells actually in use does not exceed 
7000. At St. Martin’s-le-Grand 50,000 cells can 
readily be accommodated in the large room in the 
basement of the building set apart as a battery 
store, while at the present moment not fewer than 
23,000 cells are actually in use. Not far short of 
2 miles of shelving have been constructed in this 
room for the reception of batteries, and a perfect 
avalanche of wires descends from the instrument 
galleries above, in order to transmit the motive 
power to the 450 instruments, whose wants are as . 
numerous as they are varied and unceasing. In- 
cluding these cattery connections, and other connec- 
tions between different points in the instrument 
galleries, not less than 260 miles of gutta-percha 
covered wire are buried under the floors cf the 
building in St. Martin’s-le-Grand. 

We have been struck with the small extent of the 
pneumatic system in the great Telegraph-office of 
New York. Apparently the system is confined to 
the building itself, and does not extend beyond the 
receiving and delivery departments. A single 
20-horse power engine 1s all the motive power re- 
quired in connection with this department, the - 


remaining machinery—sityated in the basement of 
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‘he building—being required in connection with the 
elevators, and for heating purposes. The pneumatic 
system at St. Martin’s-le-Grand is one of the great 
features of the building. No fewer than twenty-five 
separate tubes communicate with out-stations in the 
Metropolitan district, ranging from Fenchurch 
Street and Tower Hill in the east, to Temple Bar 
and Charing Cross in the west. ‘These tubes ex- 
tend to a length of nearly 18 miles, and are worked 
outwards by pressure and inwards by vacuum. In 
addition to these outlying tubes there are twelve 


tubes within the building itself, used for blowing 


messages between one part of the instrument galle- 
ries and another. So rapidly is this effected that 
an average of four seconds only is occupied by the 
“carrier” in making the journey across the room, or 
from one wing to another, as the case may be. The 
motive power by which the tubes are worked exists 
in the basement of the building, in the shape of 
three steam-engines, each of 50-horse power. Two 
of these are constantly employed in pumping air 
into, or sucking it out of, huge mains carried up the 
outer walls of the building, and connected with the 
tubes upstairs. The third is at rest, ready for any 
emergency, or to take the place of that whose turn 
for rest next comes round. ‘The engine-room re- 
sembles nothing so much as the hold of a great 
steam-ship, and, from the peculiarly interesting 
character of the machinery, it is a great source of 
attraction to the numerous visitors to the Central 
Telegraph Office. Four boilers, each of 50-horse 
power, and fitted with Vigars’s patent stokers, oc- 
cupy à corresponding position of the basement. to 
that occupied by the engines ; and an Artesian well 
is in process of sinking, which, it is hoped, will 


supply not only the boilers, but the whole of the | 


building, with water. | 

It only remains to notice the personnel of the two 
great telegraph offices of the world, and to sum up 
the amount of business transacted in each. Less 
than 300 persons, including 75 female clerks, are 
employed by the Western Union Company in its 


central office in New York, and the average number | 


of messages disposed of daiiy, exclusive of news 
messages, is stated to be 24,000. Allowing for the 
hews service, which is stated to amount to about 
90,000 words daily, an average of 27,000 messages 
u day would be attained. Here, in London, as 
many as 1200 persons, including 700 females, are 
cmployed in the Central Telegraph Station. The 
number of ordinary commercial messages dealt with 
in a day, allowing for such as have to be re- 
transmitted—i.e., received on one wire and sent out 
on another—is upwards of 50,000, and taking the 
news service, exclusive of special wires, at 500,000 
words a day, which is a fair average. during the 
Parliamentary Session a total of more than 70,000 
average messages would be reached. The news 
Service is a feature to which very special importance 
18 attached at our Central Telegraph Station. Spe- 
cial wires, known as the “ Express Circuits,” are 
set apart for the service, and the Wheatstone 


- system—which, while it economises the wires, 


largely increases the Staff—is almost exclusively 
cmployed. At night, when the great bulk of the 
news work comes in, as many as forty wires are 
exclusively occupied in the transmission of matter 
lor the Press throughout the United Kingdom. 
Nineteen of these wires are leased out to certain 


Ireland. The remaining twenty-one are worked to 
the principal towns of the kingdom, and, taking 
their united capacity, it would be found that—on a 
fairly busy night—as many as half a million of 
words, equal to 250 closely-printed columns of the 
Limes, would be disposed of. Besides the clerks 
employed at the newspaper offices in working the 
special wires, as many as 200 clerks are employed 
each night at the Central Telegraph Station between 
8 p.m.—when the female Staff leaves duty—and 
midnight, when the bulk of the news work has — 
generally been disposed of. From midnight until 
2 A.M. more than 100 clerks are usually employed ; 
and at no time of the night is the number less — 
than 70. Scarcely, indeed, has the night service of 
news been completed when the morning service 
begins, and it would be almost impossible to select 
any hour out of the twenty-four when Press matter — 
—either in the shape of markets, exchanges, or 
general news, Reuter, sporting, or Parliamentary— 
is not passing over the wires. 

If the telegraphic system is not yet perfect, it 
will be granted, at least, that its development thus 
far has been singularly rapid, and there is, perhaps, 
no better evidence of this than in the great central 
offices of London and New York. After all, these 
immense establishments are but the growth of little 
more than a quarter of a century ; for, as we have 
seen, it is less than thirty years since a small room . 
in West Strand and another in Wall Street repre- | 
sented the head-quarters of the telegraph systems 
of the Old World and the New. _ | 


THE VOLTAIC BATTERY. 


A Course or Six LECTURES, | 


[By Dr. JOHN HALL GLADSTONE, FRS, 


Fullerian Professor of Chemistry, Royal Institution. 


DELIVERED AT THE RoyaL INSTITUTION OF GREAT 
BRiTAIN.— CHRISTMAS, 1874-5. 


LECTURE V. 


Tarouox the kindness of Prof. Adams, Prof. Arm- 
strong, Mr. Murray, and other friends, there 
have been lent to me various original forms of gal- 
vanic batteries. Some of these I introduced in my 
last lecture, but there were others which I could 
not refer to then; and I have thought it well, there- 
fore, to have them put together and placed in the 
ante-room, upon the table there. You will be inte- 
rested in looking at them after the lecture. There is, 
however, one old instrument which I have not put in 
the ante-room, but have brought upon the table here, 
and that is this rough-looking electrical apparatus. 
Now there is not much to admire in its appearance ; 
its interest consists in its history. This is the very 
electrical machine which Faraday made with his 
own hands when he was apprenticed to a book- 
binder. You may recollect that he was born of 
honest, good, but very poor parents, and that he 
was apprenticed early in life. He read some of the 
books which his master bound or sold, and among 
them was a copy of the ‘‘ Encyclopedia Britannica.” 
He read the article ‘ Electricity ” in it, and this 
gave him a great desire to have an electrical ma- 
chine of his own. Of course, as to buying one, 
that was out of the question, and so he thought he 


would make one if he could, And, as I find by the 
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the use of the electrical torch. | 


papers of Sir James South which I have been quite 
recently looking over, he procured, first of all, a 
couple of glass vials, for which he gave the amount 
of sevenpence, and tried to make an electrical ma- 


chine with them, but failed. He then thought that 


he must have a real glass cylinder, but even at 
glass-house price this would cost 4s. 6d.—and how 
was he to get 4s. 6d.? The summit of his ambition 
was at that time to get a glass cylinder. Well, at 
last he saved up 2s., and induced his master, Mr. 
Riebau, to advance him the other 2s. 6d., to be 
taken off his wages as time went on. Then he 
went and bought this cylinder, and he and his 
father and brother set to work upon it. His father 
was a journeyman blacksmith, and he made the 
iron axle that you see there, and passed it through. 
It is fastened on with corks rather cleverly. And 


_ then Faraday dissolved some sealing-wax, which, 


he said afterwards, was the first chemical experi- 
ment he ever performed; and here is the result. 
You see the sealing-wax with which he insulated 
the cylinder from the cork. After having placed 
the sealing-wax—perhaps not very artistically— 
inside, he covered over the ends of the cylinder 


_ with sealing-wax, in order to hide the imperfections 


of his workmanship. Then as to the stand. There 
happened to be in his master’s cellar an old broken 
mahogany.table, and Faraday got hold of this, cut 
it into pieces, and made this stand and supports: 


_ while a few pence were given to some one to turn the 


other necessary portions of the apparatus. A piece 
of silk was obtained, and this rubber was made, 


and then his brother formed this simple but very 


effective spring—a brass spring, which keeps the 
rubber pressing against the cylinder. This prime 
conductor was also made, which is, as you see, of 
very simple materials. Unfortunately, it is incom- 


plete ; it ought to have a glass stand, but that has 


disappeared, and so it has been rigged up with this 
sort of jury-stand at present, in order that it may 
be in its right position. Then with a handle, which 
has also disappeared, he was able to turn this cy- 
linder round, and produce sparks and the ordinary 
phenomena of frictional electricity. Here is an 
iron clamp, made by his father I have no doubt, by 
which this machine might be fastened to a table. I 
thought this would be interesting to you, not only 
from its connection with the great Prof. Faraday, 
but also because some of you might like to make 
your own apparatus; and here you have before 
you an example from one of the greatest philoso- 
phers. 

I do not want to say much about frictional elec- 
tricity, for we are talking about electricity of another 
kind ; but all these electricities are linked together. 
They are a brotherhood or sisterhood of forces, or. 
rather, they are the same force manifesting itself 
in-different forms. Frictional electricity will give 
us, a8 you know, aspark; and as I have brought 
here a very old and very venerable instrument, I 
have also brought one of the latest novelties in 
electricity. [Exhibiting an American electrical 
torch.| By moving this knob I can separate these 
two discs, and in doing so I can produce electricity 
which manifests itself by a spark. The spark 
ought to appear in this little cup and ignite the 
gas. [A jet of gas was ignited several times by 
That pretty little 
contrivance illustrates the fact that the force is 
produced by two opposing plates, and by just sepa- 


by which we separate them is converted into the 


rating them we are able to get the manifestation of 
electricity. 

Here we have an apparatus—one which is em. 
ployed for practical purposes—in which two metals 
are joined together, as in the voltaic pile ; but there 
is no chemical action. They are simply heated at 
their point of junction. There is a gas flame im- 


pinging on the junction of these sets of two metals. 


The heat acts the same part as the chemical force ; 
it keeps up an electrical difference between the hot 
and the cold ends, thus allowing of the formation 
of a current, and I dare say we shall be able to see 
that it will deflect this magnetic needle just as one 
of our galvanic cells did. There goes the needle; 
it flies off just as it would if this apparatus had 
been a voltaic battery. ras 

Now we can produce electricity also by other 
means, and one of those most frequently employed 
is the rotation of magnets. You know very well 
that a galvanic battery will make a magnet. You 
have seen that on a large scale. On the large 
magnet of this Institution we were able to hold 
very large weights, to build up our bridge of nails, 


and to make iron filings go into all those beautiful 


lines of force between the poles which were shown 
in the first lecture. Well, if we take a magnet we 
are able from it to produce electricity again,—in 
fact, an electric current. Many pieces of apparatus 
have been arranged with that view; but the one I 
have upon the table is called Gramme’s machine. 
It consists of two sets of magnets, but they are 
joined together by iron bars, so that, in point of 
fact, the two north poles are joined, and the bar 
becomes the north pole of the magnet. The lower 
ones become the south pole of the magnet. Be- 
tween these there is an endless coil of wire twisted 


round and round certain little bars. These little 


bars communicate with the axle, and if I set it 
rotating I can get, through this magnet, currents 
formed in these wires. ‘The current is reversed 
from the one side of the wires to the other side, so 
that the one side becomes north and the other 
south ; but it passes gradually from north to south, 
and the two sides are constantly in opposite condi- 
tions. We are able to collect the power by means 
of these little bars of copper, and carry it off as a 
stream wherever we please. I will just carry it to 
this large bell. [An electric bell was rung by 
means of the Gramme current.] This Grammes 
machine will produce a spark. The spark is ex- 


tremely feeble, and I will not attempt to show it to - 


you all. It can be seen by those who are near at 
hand. This is only a model of the Gramme’s ma- 
chine as now manufactured. ‘To Sir Charles 
Wheatstone and Mr. Sabine I am indebted for 
this. The electric light which is exhibited on the 
top of the Houses of Parliament during the Session 
is ignited by means of a Gramme’s machine, and 
they are being prepared now very considerably for 
electrotyping purposes. I speak of this magneto- 
electric apparatus more especially, because the 
current we obtain by means of it is very like the 


voltaic current. It is not a succession of sparks, 


but a continuous flow, so that from a magnet we 


get a current which is almost identical with the 


current which we get from the voltaic battery. 
You will see that in these illustrations which I 

have given you we have a contact of two bodies. 

In the electrical machine, the mechanical motion 
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electrical force. In the apparatus which I showed 

ou just now it is heat which keeps up the force. 

n Gramme’s machine we have magnetism and me- 
” chanical action producing and sustaining the force. 
In the galvanic battery we have chemical force 
initiating it, or, at any rate, keeping it up. In all 
these cases, therefore, we have various forces which 
produce very much the same effects. We can pro- 
duce a spark; we can produce a shock to the 
nervous system; and we can produce light, heat, 
chemical decomposition, and so on, by these various 
means. I do not say that all these forces are iden- 
tical, but they are all—as I said just. now—sisters ; 
they are all related closely one to the other; they 
are forms of force which are convertible one into 
the other. The quantity of force does not change, 
but the form of the force does change, and we may 
imagine that they are modifications of the first 
prime force, whatever that may be. Whether we 
shall ever know more about this prime force I do 
not know, or whether we should simply consider it 


as the manifestation of the will of that Great Spirit | 


who is near us all, and “ in whom we live and move 

and have our being.” | fe 

_ But there is a difference between the electricity 

we get from the machine, or the electricity we get 

from this thermal apparatus, and the electricity we 

get from our voltaic batteries. No doubt they 

differ from one another ; but then the electricity we 

get from a galvanic battery is not always the same. 

We can produce either a very slow, quiet, strong 

action, or a sudden brisk action, from the galvanic 

battery. Here is à Grove battery. At present it 

is arranged in such a way that there is a platinum 

plate, then there is the zinc joined with another 

platinum, and so on. So that it goes alternately 

zine, platinum, zinc, platinum, and the power accu- | 
mulates as it goes on through the liquid in this 

way. Thus we get à voltaic battery of great 

power, and we can so arrange ten cells, or a hun- 

dred cells if we please; or we can arrange—as in 

the large battery of Davy, or that of Mr. De la Rue 

—a thousand cells one after the other, and in this 

way we can get an accumulation of power. I will 

not go into the mathematics of the question now ; | 
but, at any rate, it does happen that we are able to 

pile up this electromotive force from these different 

cells in such a way that we get what is called an 

* intensity ” arrangement. We get an exceedingly 

powerful forward action, and this ‘intensity ” is 

capable of overcoming serious resistance by going 

through long spaces of water, bad conducting 

earth, or coke, or anything of that sort, and b 
flying across air in sparks; so that it resembles 
more the electricity that we get from the frictional 
machine, or the electricity with which Nature fur- 
nishes us in that great electrical machire—the 
thunder-cloud. I am not going into the physical 
part of the question. I believe Prof. Tyndall in- 
tends to exhibit some of these things which are 
upon the table now, and to enter more fully into 
the matter, in the course which he has announced. 
But I should like just to draw your attention to 
this—that we can have this electricity in different 
conditions even in the battery ; that we cam arrange 
it, as I said just now, accumulating the force so as 
to get what we call ‘ intensity,” and to get this 
powerful spark; or, on the other hand, we may 
airange it so as to produce “ quantity.” If we take 
a battery like this,—if we were to take two, or ten, 


or a hundred, or a thousand cells, and join the pla- 
tinum to the platinum, and join the zinc to the 
zinc, we should get only the same effect as from an 
immensely large zinc plate and an immensely large 
platinum plate, like the large cell which I put 
before you in the first lecture. We should get an 
immense quantity, but little intensity. The elec- 
tricity would not pass over any space, or any great 
resistance, and yet the quantity would be enormous. 
We could do a great deal of electrotyping with it, 
for instance, and the quantity of electricity we get 
from this arrangement—even from such a small 
Grove’s cell—is enormoas. I have on the table, 
exhibiting itself quietly, a larger quantity of elec- 
trictty, I believe, than is displayed in a thunder- 
storm, and yet it is perfectly under our management 
here, and I have not the slightest hesitation in 
handling it. But if this power were disposed in 
another way, and, instead of appearing as electricity 
of quantity, it was flowing as electricity of tension, 
I should be afraid to take hold of the wires. 
(To be continued.) 


EXPERIMENTS TO ASCERTAIN 
THE CAUSE OF STRATIFICATION. IN 
ELECTRICAL DISCHARGES IN VACUO." 


By WARREN DE LA RUE, HUGO W. MULLER, and 
WILLIAM SPOTTISWOODE. 


SoME results obtained in working with a chloride 
of silver battery of 1080 cells, in connection with 
vacuum-tubes, appear to be of sufficient interest to 
induce us to communicate them to the Society, in: 
anticipation of the more detailed account of an in- 
vestigation which is now being prosecuted, and 
which it is intended to continue shortly with a bat- 
tery of 5000 cells, and possibly with a far greater 
number. 

The battery used up till now consists of 1080 
cells, each being formed of a glass tube 6 inches 
(15°23 c.m.) long and # of an inch (r-9 c.m) internal 
diameter : these are closed with a vulcanised rubber 
stopper (cork), perforated excentrically to permit 
the insertion of a zinc rod, carefully amalgamated, 
#5 (0°48 c.m.) of an inch in diameter, and 4°5 inches 
(11°43. ¢.m.) long. The other element consists of a 
flattened silver wire, passing by the side of the 
cork to the bottom of the tube, and covered—at the 
upper part above the chloride of silver, and until it 
passes the stopper—with thin sheet gutta-percha, 
for insulation, and to protect it from the action of 


y.|the sulphur in the vulcanised corks: these wires 


are ,'; of an inch (0°16 c.m.) broad and 8 inches 
(20°32 c.m.) long. In the bottom of the tube is 
placed 225°25 grains (14°59 grms.) chloride of silver 
in powder—this constitutes the electrolyte ; above 
the chloride of silver is poured a solution of com- 
mon salt, containing 25 grms. chloride of sodium to 
i litre (1752 grains to 1 gallon) of water, to within 
about 1 inch (2°54 ¢.m.) of the cork. The connec- 
tion between adjoining cells is made by passing a 
short piece of india-rubber tube over the zinc rod 
of one cell, and drawing the silver wire of the next 
cell through it so as to press against the zinc. The 
closing of the cells by means of a cork prevents the © 
evaporation of water, and not only avoids this 
serious inconvenience, but also contributes to the 
effectiveness of the insulation. The tubes are 


* A Paper read before the Royal Socicty. 
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grouped in twenties, in a sort of test-tube rack, 
having four short ebonite feet, and the whole placed 
in a cabinet 2 ft. 7 ins. (78°74 c.m.) high, 2 ft. 7 ins. 
wide, and 2 ft. 7 ins. deep, the top being covered 
with ebonite to facilitate working with the appa- 
ratus, which is thus placed on it as an insulated 
table. cur | 

The electromotive force of the battery, as com- 
pared with a Daniell’s (gravity) battery, was found 
to be as 1°03 to 1,* its internal resistance 70 ohms 
per cell; and it evolved 0°214 c.c. (o‘o131 cub. in.) 
mixed gas per minute when passed through a mix- 
ture of 1 volume of sulphuric acid and 8 volumes 
of water, in a voltameter having a resistance of 
11 ohms. The striking-distance of. 1080 element 
between copper wire terminals, one turned to a 
point, the other to a flat surface, in air, is y}z inch 
(0096 m.m.) to 535 inch (o°1 mm.). The greatest 


_ distance through which the battery current would 


pass continuously in vacuo was 12 inches (30°48 c.m.) 
between the terminals in a carbonic acid residual 
vacuum. This battery has been working since the 
early part of November, 1874, with practically a 


- constant electromotive force. 


Besides 2000 more cells like those just described, 
‘we are putting together 2000 cells with the chloride 
of silver in the form of rods, which are cast on the 
flattened silver wires, as in a battery described by 
De la Rue and Müller,+ but in other respects simi- 
lar to the battery above described, the glass tubes 
being, however, somewhat larger in diameter: the 
rods of chloride of silver are enclosed in tubes open 
at. the top and bottom, and formed of vegetable 
parchment, the object of these vegetable parchment 
cases being to prevent contact between the zinc and 
chloride of silver rods. The internal resistance of 
batteries so constructed is only from 2 to 3 ohms 
per cell, according to the distance of the zinc and 
chloride of silver rods, end they evolve from 3 to 
4'5 ¢.c. (0°18 to 0°27 cub. inch) per minute, in a 
Their 
action is remarkably constant. 

(To be continued). 


THE Faraday has succeeded in recovering the 
Direct United States cable, and exchanging signals 


with Ireland. No official announcement has been 


made, and consequently there has been a good deal 
of movement in Atlantic Telegraph shares. It is 
much to be regretted that information so important 
to the public should not be issued, and some autho- 
ritative announcement made. 


At a meeting of the Great Northern Telegraph 
Company, at Copenhagen, on the 28th ult., the 
total dividend for the year was announced as being 
at the rate of 7 per cent, and £12,114 148. 1d. was 
added to the reserve fund. | 


The directors of the German Union Telegraph 
and Trust Company have issued their Report for 


* Compared with a Daniell’s battery, in which the zinc is im- 
mersed in dilute sulphuric acid in a porous cell, its electromotive 

** Journal of the Chemical Society,” 2nd series, vol. vi., p. 488, 

+ ‘Comptes Rendus,” 1868, p, 794. À me. 


| the year ending the rst of May last. The availabl° 


balance amounts to £12,096 3s. 7d., out of which 
an interim dividend of 5s. od. per share was distri. 
buted in January last, and a further payment is 
now recommended of 7s. per share, making a total 
distribution of 12s. gd. per share, or at the rate of 
£6 7s. 6d. per cent per annum. 


A meeting of the Eastern Telegraph Company is 


summoned for the purpose of sanctioning the acqui: | 


sition of a convention with the Italian Government 
respecting a telegraph cable between the Island of 
Sardinia and the Italian continent. 


An interesting experiment has just been carried 
out at the Indo-European Company's Office, in 
Telegraph Street, in order to test the accuracy of a 
new chronometer, made by Messrs. Barraud and 
Lund, of Cornhill, which was carried out by Capt. 


Sartorius to Teheran: The line was joined through | 


to Teheran, and time signals sent, thus enabling 


Teheran to receive Greenwich mean time. The 


result of the trial, which was. most successful, 
showed that the watch was slow by two seconds. 


It is with regret we notice the sudden death of 
Admiral Sherard Osborn, ©.B., who for many years 


was the Managing Director of the Telegraph Con- 


struction and Maintenance Company. To his 


administrative capacity and his business talents — 


a great amount of the success of that Company 


must be due. He had retired from the manage- 


ment of that Company some short time since to 
resume his naval career. It was during his ma- 
nagement and under his direction that the greatest 
works were carried out. | 


Recently a man fell from the roof of the Pomona 
Gardens, near Manchester; and fortunately for him 
his fall was broken by the telegraph wires on the 
Bridgewater Canal, otherwise he must have been 
killed, or at all events lamed for life. 


An interesting question came before the Queen's 
Bench as to the righis of employés in the telegraph 
department of railway companies to compensation 
under the Telegraph Act, 1868. That statute, which 
enabled the Postmaster-General to acquire, work, 


and maintain electric telegraphs, authorised him to — 


purchase the undertakings of different companies, 
and the 8th section of it provided for the compen- 
sation of officers or clerks of the companies and 


pointment of equal value, or where no appointment 
before the Court the applicant had been in the em- 


ployment of the Electric and International Com- 
pany, an@ at the same time held the post of 


telegraph superintendent of two railway companies, 


undertakings so taken over by the gift of an ap- 


was made by the award of an annuity. In the case 


| 
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In respect of his claim for loss of employment 
under the Electric, his right to compensation was 
admitted, but the Postmaster-General disputed any 
liability in respect of the other employment, and the 
application was for a mandamus to issue from the 
Queen’s Bench to the Postmaster-General to assess 
the compensation in respect of these losses of ser- 
vices. The Court refused the application on the 


ground that there was an obvious distinction be- | 


tween the telegraph clerks of telegraph companies 
and those of railway companies, and that there was 
‘no provision in the Act for compensating the rail- 
way officials. The distinction lay in the fact that 
as the telegraph companies were constituted solely 
for the purpose of sending the messages of the 


' public, the taking over of these undertakings prac- 


tically extinguished the companies, and that there- 
- fore it was only fair that clerks who had been 
employed by them should be provided with some 
other occupation or receive money compensation 
for their loss of service. With the railway com- 
panies this was different. The wires and posts 
remained the property of the companies ; they still 
used and worked them for their own purposes and 


to manage their own traffic; and so their clerks | 


were not necessarily deprived of employment by the 
operation of the Act. | | 


One of our young men, of a statistical turn of 


mind, has discovered, by a careful computation, that | 


if we estimate that each of the sixty young ladies 
in the City department wears on an average twenty 
hairpins (and for a very curly headed one this is a 
fearfully small allowance), it would require 600 feet 
of No. 20 steel wire to equip the whole force, — 
“enough to build an average amateur telegraph line. 
An ordinary hairpin picked up in the elevator gave 
a measured resistance of o‘o02 ohms. As the mag. 
netic attraction is in all cases inversely as the 
square of the resistance, it would appear—from 
theoretical considerations—that the ladies wearing 
the fewest hairpins would be the must attractive ; 
but experience fails to confirm the absolute infalli- 
bility of this law, as many singular anomalies 
present themselves. A long series of careful obser- 
vations upon curly-headed girls have fully verified 
the truth of Dub's law, that “ the attraction is pro- 
portionate to the square of the number of convolu- 
tions,” and this fact has served to restore that 
Confidence in the result of scientific study which 
had previously been in some measure dispelled.— 
The Telegrapher. 


Trial is to be made at Portsmouth of a system of 
‘Signalling by bugle, which has been introduced by 
Capt. Bamber, Koyal Marines, for use in fogs or at 
hight when no signal lantern is available, The | 


plan consists mainly in an adaptation of Morse’s 
telegraphic alphabet to bugle calls, the “long” and 
“short” being represented by different notes. 


Students’ Colum, 


Resistances and their Measurement. By H. KR. — 


KEMPE. 
(Continued from vol. ii., p. 396.) 

XVI. The Measurement of Resistances by Poten- 
tial.—There are two ways of measuring resistances 
by potential :—1st, by noting the potentials at two 
or more points in a known resistance with which 
the unknown resistance is in connection, and by 
calculation, from the potentials so obtained and the 
known resistance, deducing the value required. 
Also by measuring the potential of a battery which 
is shunted with the unknown resistance, and then 
reproducing this potential by an adjustable resist- 
ance used in the place of the unknown resistance. 
2nd, by noting the rate at which a charged con- 
denser, of a known capacity, discharges itself 
through the unknown resistance, and calveleting the 
result from a formula. | Fe | 


| 


_ If we connect a battery to a resistance, R+-2, as 
shown by Fig. 27, the potential of the battery falls 
regularly along the resistance, being full at a and 
zero atc. The same would be the case if ¢ and d 
were connected together instead of being put to 
earth. By similar triangles— — | 

V:v::R+z:7x, 
or— | 


V being the potential at a, and v the potential at b. 
So that, if R is a known resistance, we can—by 
noting the potentials at a and b—determine the 
value of x. 

The potentials are best measured by means of a 


condenser. To do this we should join up our con- | 


denser and galvanometer as shown by Fig. 24, 
which we have before given, the only difference 
being that the terminals which are represented as 
being in connection with a battery would, instead 
thereof, be connected to the points a and d or c for 
determining V, and to b and d or ¢ for deter- 
mining v. The condenser discharges in the two 
cases give Vand v. Thus, for example, if R were 


| 1000 ohms, and V were 300° and v 200°, then— 


.—=2000 ohms. 

| 300°— 200 | 

If be were a portion of a cable making full earth 
at e, we should by this method determine the posi- 
tion of the fault, | | 


«= 1000 


| | 
| 
| 
| 
| 
| 
| 
| 
| 
Fig 27 
Ÿ 
ER 
v 
| 
| 
| | 


any error due to an incorrect reading of v or V 


| have changed V also. For example, if at starting 


| exact values are, to calculate + from the formula. 


_ and ec, and measuring the potentials at « and b, we 
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The accuracy with which a resistance can be 
measured by this method is limited by the accuracy 
with which the discharge deflections representing 
V and v can be read. If we cannot be certain of 


G 


V or v to within 1 per cent, still less can we be 
sure of the accuracy of x within 1 per cent. It 
will be clearly seen that, if V and v do not differ 
much, a very small error in reading V or v will 
make a large difference in the value of calculated 
by the formula. The same will be the case if v is 
very much smaller than V. There must, therefore, 
be some intermediate ratio of v to V which makes 


a minimum. This ratio is 1 to 2, so that, if we 
wish for accuracy, theoretically the best plan would 


be to go on adjusting R until vy=—, which makes 
2 


x=R. There is, however, a practical difficulty in 
doing this, for we cannot first note V and then 


adjust R until Va, for the alteration in R will 


we found V=300°, and we then adjusted R until 
v=150°, or one-half 300°, we should probably find 
that on re-measuring V it would be no longer 300°, 
but some deflection greater or less than 300°, ac- 
cording as R was increased or diminished. We 
could, of course, by continual re-adjustment, at last 


arrive at a value of R which makes PE à but this 


3 2 

might involve a considerable expenditure of time ; 
so the best proceeding would be to adjust R by 
large variations until we get V within, say, 10°. of 


the value of “es and having noted carefully what the 


__ If, instead of introducing the unknown resistance 
æ, and a known resistance R, between the points a 


have only the resistance x, we can determine its 
value by simply noting V, and then inserting an 
adjustable resistance in the place of x, and altering 
it until we obtain the potential V at a, as at first, 
when of course x=k. 

Supposing a cable had a fault which did not 
make full earth, then the potential would not fall to 


‘upon the resistance of the fault. The potential, 


| 


however, at the fault would be the same as the 
tension at the further end of the cable, provided 
that end were insulated. If we can determine the 
value of this potential we can readily detect the 


| position of the fault. 


Fig 23 
| | 


Let ae be the cable which has a fault at c, the 
end of the cable at e being insulated. Then— 


V—v,: v—0,:: R+ 7:4; 


therefore— 
a(V—v;)=(R+2) (v— 
therefore— | 
| 
a=R Voy 


There would be no difficulty, in making this test if 
the three potentials could be all made in common 
measure. This could be done if both ends of the 
cable were at hand; but when a cable is laid this 
would be impossible, as the potentials at the two 
ends must be measured with two different galvano- 
meters, and no two galvanometers give exactly the 
same deflection for the same strength. uf current, 
and there is no means of determining what the 
ratio of one deflection is to the other with the same 
strength of current. If a satisfactory standard of 
electromotive force existed there would be no diffi- 
culty in doing this, as the discharge deflections 
from standard condensers charged from standard — 
electromotive forces taken on the two galvanometers 
would indicate at once the relative value of their 
deflections. 
If the cable is sound when the laying is com- 
menced, a battery put on at one end would charge 
it to the same potential throughout, when the fur- 
ther end is insulated. Supposing the charging 
battery to be on board the ship, the electricians 
there would charge a condenser from the cable and 
note the discharge deflection obtained. A similar 
observation would be made at the shore end, and 
the deflection obtained noted, and the result tele- 
graphed to the ship, whish is thus put in possession 
of the relative value of the deflections of the two 
galvanometers. During the laying of the 1866 
Atlantic cable these deflections were noted by the 
shore every five minutes, and the result telegraphed 
to the ship. Supposing the shore obtained a dis- 
charge deflection of 300°, whilst the ship obtained 
one of 200°, when the cable was perfect, then the 
ship knows that 1° deflection on the shore galvano- 
meter corresponds to obtained on its own gal- 
00 
vanometer : all it has to du, therefore, is to multiply 
the results given by the shore by this number, to 
obtain all the results in common measure. An 
example will illustrate how a test would be applied 
in practice. Suppose the cable to have a conductor 


zero at that point, but would have a value depending 


resistance of 800 ohms. The potential at a ob- 
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tained by the ship is represented by 200° discharge 
deflection ; the shore telegraphs his result as 300°. 
Now, suppose a fault to occur, the ship will observe 
that his discharge deflection has sunk, and he notes 
its value. Let.it be 170° (V). He also notes the 
potential at b, which we will suppose to be 70° (v). 
The shore telegraphs (which he will be able to do, 
as the cable is not completely broken down) that 
his potential is 30°. To convert this to common 
measure the ship multiplies this number by 
— which gives v; as 20°. Let R be 1000. Then 


from the formula we get— 
%= 1000: 20. 500, 
170° — 70° | 
showing that the fault is 500 ohms distant from th 
ship end of the cable. If the length of the cable 
was, say, 80 miles, —that is, it has a resistance of 
800 


Fo or 10 ohms per mile,—then the distance of the 


fault would be oe 50 miles from the ship end of | 


10 
the cable. | 

If a fault, making partial earth, appears in a laid 
cable, we could localise its position in the following 
manner :—First, let the further end of the cable be 
put to earth ; note the potential at the nearer end. 
Next, have the end of the cable insulated, and 
again note the potential at the nearer end. If we 
now reproduce these potentials by means of an ad- 
justable resistance, we can find what the resistances 
were which gave the two potentials in question. 

If we call x the resistance up to the fault, y the 
resistance beyond the fault, and z the resistance of 
_the fault itself, then, in the first case, — 


; 
second ,— 
| ri 
and also— | 
~L=at+y, 


where L = the conductivity resistance of the line 
when perfect. This value is always taken when 
the cable is first laid. 

Then by the formula we gave in Article XII.— 

The advantage of this method of measuring b 
potentials would be the rapidity with which the 
two measurements could be taken. If directions 
were given that the end of the cable was to be put 
to earth at a certain time, and then at another given 
time to be insulated, the first discharge deflection 
would be taken a few seconds before the time for 
insulating, and then directly the end is insulated 
the second discharge reading would ba made, and, 
the deflections being reproduced with the adjustable 
resistance, the value of x calculated. When the 
tivo measurements are made thus rapidly, there: 
Would be far less chance of the fault changing its 
resistance than when the test is made by the ordi- 
nary bridge method of measurement, in which each 
measurement takes a considerable time. The only 
interval necessary between the two readings in the 
potential method would be that required to allow 
the galvanometer needle to return to rest before 
taking the second discharge. 


(To be continued.) 


Correspondence, 
EARTH-BORING FOR TELEGRAPH POLES. 
To the Editor of the Telegraphic Journal. _ 
S1R,—[n the hope that it may be interesting to many 
of your readers, I beg that you will allow me a space 
in your columns to reply to the arguments used in the 
discussion following the reading of the paper, before 
the Society of Telegraph Engineers, by Mr. Gavey, on 
this subject (reported in your Journal of January 1: 
Many of the objections raised to the adoption of fl 
method of fixing poles have arisen from— 
The temporary awkwardness which invariably marks 
the initiation of any new implement or apparatus. 
The disposition of ordinary labourers to oppose 
any innovation which involves the exercise of a 


little extra physical and mental exertion, untilthe — 


temporary awkwardness disappears and gives place 
to that ‘‘ free and easy ’’ use of the new tool which 
characterises their accustomed style. _ # 
A quicker perception in discovering or anticipating 
difficulties in a “new” creation than in recog- 
nising the more salient points of practical advan- 
tage, which can only become apparent in use. 


Among the objections raised in the discussion there — 


are, as I hope to be able to show, some that have no 
real existence, and others that do nut outlive the first 
experiences of the men, while those few which alone 
may be considered to have any substantial form are, 
in practice, reduced to such small consequence as to 
be unworthy of regard when the manifold advantages 
of the system are properly considered. | 

Mr. Von Truenfeld observes that there is a certain 
difficulty in ramming the earth round the pole, which 
is greatly increased when the pole happens not to be 


in the centre of the hole. I venture to say that this 


is quite a mistake: it is proved beyond question that 
the speedy and successful ramming of a pole in a 
bored hole is one of the greatest points of advantage, 
—perhaps the most advantageous of all. When a 
crooked pole has to be pressed out of its concentricity 
to obtain a generally upright pitch, I have always 
found the operation of punning to be rather facili- 
tated: this is somewhat opposed to the experience of 
Mr. Truenfeld, who adds that in wet clay the difficul- 
ties in the way of punning are very great in holes 
bored, and these are not likely to occur when the holés 
are dug in the ordinary way. In bored holes, the 
space to be filled in being so small, our men use the 
driest surface loam for ramming or otherwise to mix 
with the wet clay, and thus a sound punning is 


| effected. I have found no difficulty in ramming a pole 


firm in a bored hole in any soil, but with a hole dug 


in the ordinary way it is practically impossible to ram — 


a pole firm in wet—or even soft—clay; and this I bé- 
lieve to be very generally known. | 

I have lately had some experience in putting u 
lines in South America, over a difficult country, an 
where it was impossible to obtain any but very inferior 
labour, and I am able to state that the ‘‘ borers” were 
eminently successful. A supply of picks and shovels 
had been provided, but these were never used, the 
men preferring the borers to pick and shovel; at the 
same time it must be admitted that if left to their own 
selection of tools they would not have used either, but 
have scraped out the holes with the aid of a piece of 
iron and a cocoa-nut shell, while working in an easy 
reclining position. — 

I did not find that the number of tools to be carried 
was at all increased; on the contrary, the appliances 
were fewer in number and more convenient in form,— 
consisting of one borer, a punner bar, and broad 
grafting tool, for two men who made the holes and 
fixed the poles themselves, (The poles were of hard 
wood, from 20 to 22 feet long by 4 inches minimum 
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diameter at top, cut in the forest along the line of 
route. 

I ad here observe that Mr. Truenfeld had misun- 
derstood Mr. Gavey with regard to the use of shear- 
legs and the necessity for carrying a pick and shovel. 

The line which formed the subject of reference and 
figures in Mr. Gavey’s paper was an exceptionally 
heavy one, for accommodating a great number of 
wires, the weight of each pole varying from 5} to 
10} cwts., with top fittings to upwards of 50 lbs. The 
line referred to by Mr. Truenfeld, being for military 
purposes, would be a light one, and therefore the cir- 
cumstances were very different. 

To use shear-legs for raising small poles which two 
or three men may carry would be rather ridiculous, 
and to upraise very heavy poles, with their extra top 
weight, without the economic aid of light and handy 
shear-legs on in certain cases), is, in my humble 
opinion and experience, equally absurd. | 

In stating that there are circumstances under which 
it becomes necessary to carry also a pick and a shovel, 
the writer, as I understood, had in view those lines in 
this country which are erected along public and private 
roads, where at times poles have to be fixed in awkward 
and difficult places, altogether different to having the 
open country or a clear line, as in by faz the majority 
of cases ; but notwithstanding these occasional restric- 
tions in this country as to the position of poles, it has 
been tound practicable, and also substantially econo- 
mical, to have no pickaxes on the work under any 
circumstances. | 
I take the liberty here to observe that the borers 
exhibited were not made previous to 1870, and although 
having the appearance, at first sight, of the ordinary 
screw-pile or screw-auger, they are quite different, 
both in form and action, as will be seen upon a closer 
inspection. 

Mr. Graves raises a more practical objection in the 
labour attendant on the use of the “ borers,” and I 
do not find any other difficulty suggested by that gen- 
tleman’s remarks except that the heavy borers cannot 
be worked against a wall or fence; but, as Mr. Gavey 
states, a light borer, with a short handle or ratchet, is 
highly successful in working in hedge-banks or other 
difficult places. | 

In six months’ working on public roads, some years 
ago, in different parts of three counties, it was found 
that 80 per cent of the holes were bored, this being 
a the light spoon-borers were used in exceptional 
places. | 

Mr. Graves is scarcely correct in taking exception to 
the amount of ground to be traversed in using the 
borers, and the damage that might in this way be done 
to crops. 

It rarely happens that poles are erected where crops 
are growing, and the treading of the men in using a 
borer is as nothing compared to the excavation of a 
hole, which at any rate is 4 feet long by 2 feet wide at 
the top, besides the large sup2rficial area that is co- 
vered with the earth thrown out from such a pit, 
which in shovelling back again causes the grass or 
crops to be cut away. | 

The additional labour in using the borer at first is 
a point of some importance, and in my opinion is the 
only feature worthy the serious observations of scien- 
tific and practical men. Here we have the whole of 
the difficulty in the true reason that the men avoid 
using it, while in casting about for excuses for prefer- 
ring the old method they raise a lot of other objections 
which are frivolous. 

It is certain that if the men, as a rule, ‘‘ took to the 
borers ” there would be very little to be said against 
them. It is also a matter of fact that where the men 


- have been disposed io use them they have done so 


with such extraordinaay success as to make the ordi- 
nary method appear an avomaly, 


Many years’ experience and observation in the use 
of these implements have convinced me that whenever 
the men find that they must use the borers, they im. 
mediately and instinctively discover how to do 50 
without distressing themselves, and, after getting ac- 
customed to it, prefer the new method. On the other 
hand, when allowed to do so, they will (to use Mr, 
Graves’s own words) instinctively cling to the spade, 
This is not very surprising if we consider the matter 
in its true light, for it is simply the repetition of the 
old story on the introduction of machinery. _ 

Mr. Graves seems to have given the Spanish spoon 
a fair trial, but the borers do not appear to have got 
beyond experimental tests. 

The ‘ Spanish spoon” is not a “circular metal 
disc,” as stated in your abridged report on Mr. Gavey’s 
paper, but is only a ‘‘ third section of a circle” (as in 
the original paper), and therefore raises the earth, 
which is previously broken up with a bar, in very 
small quantities. I need not add to Mr. Gavey’s re- 
marks on this point, beyond pointing out that. holes 
made in this manner are largest where they require to 
be small, and vice versa, and to this fact is due most 


of the difficulty—mentioned by Mr. Graves—in raising 
| the poles: the holes are invariably very much larger 


at top than at the bottom, sloping downwards on all 
sides like an inverted cone, and the pole upon being 
raised finds a footing anywhere, in consequence of 
which the bank or side of the hole is crushed down 
from top to bottom. When rammed, the pole in such 
holes is little, if any, firmer than in those made with 
pick and shovel. 

From Mr. Burton’s experience, which coincides with 
that of Mr. Truenfeld, it would appear that the prin- 
cipal obstacles to the use of the borer are due to the 
irregular shape of the timber in certain parts, the 
falling of the earth into the hole, and the serious 
difficulty in ramming,—points which, being set forth 
as practical disadvantages, are calculated to create in 
the minds of persons who have not used these imple- 
ments an impression which is not quite correct. 

Theoretically, a crooked pole put in a hole, not 
much larger than itself, which is straight, appears 
contradictory; while practically, it is a very small 
matter of detail, scarcely noticed. | | 

By shaking or pressing a crooked pole, after it is in 
the hole, in any particular direction, a few times, the 
leverage of the pole causes an indent in the side of 
the hole, which allows the pole to come upright, and 
also solidifies the bank to the pressure of the wires in 
cases where an angle occurs. 

If the pole is exceedingly crooked the chisel end of 
the bar is used (after boring the reguired depth) to 
slice down a portion of one side of the hole, as re- 
quired, the earth being removed again with the borer: 
this is a very insignificant operation, which suggests 
itself to the men at the time, and forms not the 
slightest obstacle. | 

The falling of earth is entirely obviated by placing 
the punner bar in the hole, point down, against the 
side opposite to the butt of the pole, which, upon 
being raised, foots against it and slides down. With 
very heavy timber, a man puts a shovel there to catch 
the foot of the pole upon its being raised, and, using 
it as a lever, causes the pole to slip down immediately. 
I may observe that, in dug holes, the men use a plank 


| for this purpose when the timber is at all heavy, but 


all these arrangements are made more to facilitate the 
raising of the pole than to prevent the falling of 
earth, which is too slight to be of consequence, unless 
arising from some very exceptional cause. It must be 
evident to all who have seen poles erected in bored 
holes that the pole lodges, or foots, but once,—that 
when upraised against this footing it drops perpendi- 
cularly to the bottom of the hole with considerable 
force, and thereby crushes itself firmly into the earth, 
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In reply to Major Malcolm, I beg to state, as a fact, 
that the V-shaped opening has never in my experience 
been jammed with stones, nor is there any probability 
of this occurring. The action with small is precisely 
the same as with large borers; stones are repeatedly 
brought up on top of the plate which are “ twice the 
size” of the V-shaped opening : there is no lodgment 
in this opening for the stone, which is presced partly 
into the bank or side of the hole, while the plate 

asses under it. This, I may point out, is due to the 
peculiar action of the cutter plate, which is not that 
of a screw,’ but of a ‘‘ circular plough.” 

Mr. Culley deals with the subject in a very practical 
manner, which encourages the hope that the vis 
inatie will be overcome in time, as it has been with 
very many other new appliances. In America 16 ap- 
pears, from Mr. Culley’s remarks, that the pick and 
ghovel are never used. It is also worthy of note in 
that gentleman’s observations that, in clay, two men 
- pored a hole 5} feet in thirteen minutes: according 

to Mr. Gavey’s figures (which appear to me to be 
rather within the mark) it would take one man 
two hours to do this with pick and shovel,—in addition 
to which must be considered the filling in, or punning, 
which in the latter case would occupy three men at 
least one hour, while in the bored hole two men would 
accomplish it easily in six or seven minutes. 

Replying to Mr. Goldstone, who has found that the 
borers work successfully on railways while on the flat, 
I would observe that I have used them repeatedly on 
embankments and sides of cuttings with success, the 

_ difficulty being removed by shovelling the earth from 
the ‘‘ upper side ” of the spot intended for the pole to 
the ‘lower side,” thus forming a platform for the 
men to walk round in turning the borer: this is in 
hard ground, but in light soil or tipping a light spoon 
borer may be used by one person only without moving 
round: this is a great advantage, for, as Mr. Goldstone 


states, it is very desirable in such cases to disturb the |: 


ground as little as possible. 


In digging a pit for a pole on an embankment it | 


will be seen that the upper side is always cut away to 
a great extent before the hole is really formed ; there- 
fore it is not extravagant to cut away a smaller amount 
to facilitate the using of the borer in those cases. | 

I feel assured that all these points will be readily 
and quickly mastered by the men themselves when- 
ever the system is once for all adopted and insisted 
upon. 
= concluding this rather long letter, I wish to make 

a few remarks on the very important points raised in 
the discussion concerning what are called A poles, in 
order to show that the opinions there expressed— 
although formed upon scientific theory—are not borne 
out in practice. | | 

After no inconsiderable experience with A poles, 
and having made the experiment, I find that an 
A pole structure, without a cross bar, or sill-piece, 
fixed in bored holes, and simply punned in a proper 
manner, is more effective than a similar structure with 
the cross bar attached in the large pit dug to receive 
it in the ordinary way. 

The importance of this subject, in an economic 
point of view, is somewhat startling, for—in addition 
to the extra cost of the 8-feet cross bar, fitted with 
strong bolts—the cost of erecting the structure in the 
“usual manner ” is from five to six times greater than 
with bored holes. 
te It is well known that A poles generally give way, 
more or less, to the strain of the wires, and this is 
invariably allowed for in fixing, by giving the structure 
a slight pitch in the opposite direction to the strain. 

Obviously this movement, however slight, has the 
effect of reducing the tension, and lessens the pressure 
on the pole by slackening the wires. os 


fu bored holes the structure does not give to the. 


strain of the wires, nor afterwards: this is a result 
better explained by pointing out the different action 
that takes place in forcibly uplifting a pole out of a 
bored hole and out of one made with pick and shovel. 

The resistance of a pole to being uplifted is not (as 
I understand Mr. Bell to have stated) according to the 
friction of the earth against the sides of the pole, 
because it is quite impossible to lift a pole out of the. 
hele (bored) after it has been even moderately rammed 
in. The resistance is in proportion to the weight of 
earth displaced in lifting, added to the natural cohe- 
sion of the particular soil. 

In a bored hole it will be found impossible to pull a 
pole out of its punning, or with its punning out of the 
space of the original hole. The solid earth will be 
broken and disturbed at an angle of 45° from the 
lower centre point of the pole, in every direction 
upwards. ‘With a pole dug in the ordinary way it is 
widely different ; a large portion of earth having been 
disturbed, its natural cohesion is destroyed, and is not 
recovered by ramming: even if compressed into less 
space, it will not regain its former cohesive power for 
some years. The space punned is small at the bottom, 
but on one side of the pole widens upwards in the 
direction of the angle of pressure, thus offering a. 
yielding or weak side, which gives out in proportion to 
and direction of the pressure. - 

In reply to another observation of Mr. Bell, I wish 
to observe that the depression of 3 foot of an A pole, 
in bored holes, involves the movement of both poles 
horizontally in the direction of the strain, which is 
opposed by the resistance of the natural bank of solid 
undisturbed earth, which is also intact between the 
two poles. | | 

I venture to hope that this question may form a 
subject for future experiment.—I am, &c., 


W. A. MARSHALL, 


— | 


Electrical Science in English and Foreign 
: 

Comp tes RendusH des Seances de Academia 
des Sciences. Vol. lxxx., No. 13. April 5, 1875. 


A Remarkable Case of Magnetisation.—J. Jamin.— 
Galileo, in 1607, stated that a stone-magnet in his 
possession ‘ was so powerful that, on approaching the - 
point of a scimitar to a distance equal to the thickness 
of a silver piastre, it could not be held back.” Also, 
it was found that ‘‘ the same pole attracted and re- 
pelled the same piece of iron. At a distance of at 
least 4 or 5 finger-breadths the iron was attracted, but 
at 1 finger’s-breadth distance it was repelled. If the 
piece of iron was placed on a table, and the magnet 
put very near it, the iron fled before the magnet as it 
was made to advance; but if the magnet were with- 
drawn, at the moment that the intervening distance 
was 4 fingers’-breadth, the piece of iron followed the 
magnet.’ Referring to this singular statement, M. 
Jamin continues :--In prosecuting my studies I have 
met a parallel case, but possessing nothing mysterious. 
I will recall to memory that a bar of steel may be 
magnetised to saturation by a very energetic current ; 
to one of the halves a southern magnetism may be 
given, which call positive, and which may penetrate to 
the very core of the bar. Then submit the same bar 
to an inverse current, at first very weak, then in- 
creasing, so as to obtain a northern or negative mag- 
netism—limited at first to the outer surface, and 
afterwards penetrating to increasing depths, leaving, — 
however, positive layers below it. At the extremity of 


hot bar some of the positive magnetism will penetrate 


to the outside surface. The observed effect is only the, 
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j ween the actions exerted on the outside 
magnetisations ; for, let the 
north pole of some other ordinary magnet be now 
placed at alittle distance from the extremity of the 
magnetised steel, the north pole will be found to act 
upon its predominating outer and southern layer so as 
to attract ; but on bringing the same extremity nearer 
the two northern magnetisms (the one on the ordinary 
magnet, and the other in the core and at the extreme 
point of the manufactured magnet) act upon each 
other to the production of a repelling force. 

The Quantities of Magnetism and the Situation of 
the Poles in Slender Needles.—E, Bouty. (Continuation 


of a former paper.)—The distance of the poles from | 
the extremities lessens nearly uniformly as x, the} 


magnetising force increases from zero. The following 
formula represents this under large limits :— 


—pi). 
2 | 


D = diameter of the needle; d = double the distance 
of a pole to the nearest extremity; a and p = con- 
stants. For very great values of x this formula ceases 
to be applicable, and d rapidly approaches to a lower 
limit, 8=2aD, which, with the minimum quantity of 
magnetism L, defines what is called saturation. If we 
indicate by (x) the permanent magnetising function 
of the steel employed, the magnetic moment of a needle 
1 long—very great with regard to D—magnetised by a 


magnetic power +, will be represented by— 


whilst, for values of y very close upon its superior 
limi it Y,— x D: | 
Y=""_ L(l-2aD). 

4 


etition of Passage into the Helix.—Continuing this 
subject." À Sos it was interesting to find out whether 
the increase of {he magnetic moment under consider- 
ation proceeded from a simple change in the distribu- 
tion of the magnetism,—that is to say, from a 
displacement of the poles towards the extremities ; or 
if there was a true increase of the quantity of perma- 
nent magnetism retained by the needle. The result 
of enquiries are satisfactory, for I have found (he says) 
that the quantity of magnetism and the situation of 
the poles change at the same time. If the power of x 


is made to increase from zero, LB’ the proportion of 


the quantity of limit magnetism to the quantity cor- 
responding to the first passage decreases and tends 
towards zero ; but it is remarkable that, by means of 
the curve to represent the magnetising function, if we 
look for what ought to be the strength x’ of the mag- 
netic force to produce the quantity after a single 
passage into the helix, wo find for the proportion 


* avery sensible constant. 
: 


No. 14. April 12, 1875. 

E. Pétion sends a memorandum in which he pro- 
po:es a new means of preserving wood. He proceeds 
by first submitting the wood to the prolonged action 
of smoke, and afterwards covering it with a coating of 
tar-water or of whitewash. 


Les Mondes. Vol. xxxvi., No. 11. Marel 18, 1875. 


A proposition to pluce clock dials at the corners of 
the most frequented streets, particularly in those 


places where public clocks are wanting, is to be shortly | 


laid before the French Municipal Council. These 


CT &lock-dials are to be similar to, but rather smaller 


+ “The Magaetisation of Steel.” By EF. Bouty (TEL. 
yol. ii., p. 211). 


than, those seen at railway stations, &c., and are to be 
placed in front of gas-burners; the mechanism bei 
in electrical communication with the Bourse, they wil] 
all correctly record Bourse time. 


Les Mondes. Vol. xxxvi., No. 15. April 15, 1875. 


Clamond’s Thermo-Electric Battery.—H. Logeman. 
—A letter detailing some experiments made with a 
small thermo-electric pile, equal in power to two small 
Bunsen’s couples. The experiments illustrate nothing 
more than what has been several times set forth in 
earlier numbers of this Journal. 

Annales Telegraphiques. Third Series. Vol. ii. 

January and February, 1875. 


The most important articles are—T'he Comparison 
of Insulators and Trials of Brooks’s Insulators, a reca- 
pitulation of the researches of various electricians, 
notably M. Gaugain. The perusal of this article, we 
are informed, will dispense with the necessity of refer. 
ring to the previous works of M. Gaugain, as regards 
the trials of Brooks’s insulators. ! 

Amongst other articles we notice a long and cleverly 
written one on Electric Vote-recording Machines. This : 
part contains no fewer than seven large folding plates, ‘ 
in addition to several woodcut illustrations. an 


Tue traffic receipts of the Great Northern Tele. 
graph Company for the month of April were—this year, 
351,662 irs. ; last year, 343,158 frs. Total traffic receipts 
ist January to 30th April—this year, 1,235,974 frs.; 
last year, 1,326,066 frs. 

Tue traffic receipts of the Direct Spanish Telegraph 
Company, Limited, for the month of April (30 days), 
1875, were £1494 148. 6d., against £1475 38. in 
March (31 days). | 

Macneric Raïzway Rarzs.—M, Heyl, engineer of one 
of the German railways, in a recent report upon the 
special section under his charge, calls attention to the 
development of magnetism in the rails. He says: 
‘ [have observed that all the rails are transformed at 
their extremities, after they have been placed in 
position a few days, into powerful magnets, capable of 
attracting and of retaining a key or even a heavier 
piece of metallic iron. These rails preserve their 
magnetism even after they have been removed, but 
they lose it gradually. When in position, however, 
the magnetism is latent, only becoming free when the 
chairs are removed, and disappearing again when they 
are replaced. Hence it is necessary to assume that 
two opposite poles come together at each junction, and 
that each rail is a magnet, the poles being alternately 
reversed throughout the line. This production of 
magnetism in the rails examined is. undoubtedly 
attributable to the running of the trains, and to the 
shocks, friction, &c., thereby produced. The hypo- 


‘thesis of electric currents, induced or direct, must be 


rejected, since it is negatived by experiments upon the 
subject made with suitable apparatus. Although the 
interest attaching to the fact above stated is at present 


| purely scientific, it is not impossible, says the Franklin 


Journal, that the magnetism thus developed may 
exercise an influence actually beneficial upon the 
stability of the roadway, increasing the adherence to 
the rails and the friction. It is possible, also, that the 
magnetic currents may be stronger at the moment of 
the passage of the trains, than either before or after. 
If this be so, the observations may acquire a still 
higher practical importance. 


Go Correspondents. 


“Novick ” ask. — Why cre galvanised iron roofs used on the top 


top of the pole, which would otherwise rot. 


of telegrayh roles ? They are used to keep the damp out of th? 
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HOMERAY & COMPANY, 


7, GREAT WINCHESTER STREET BUILDINGS, LONDON, E.C. 


PATENTEES AND PROPRIETORS OF PATENTS FOR 


IMPROVED PNEUMATIC AND MECHANICAL STEERING AND ENGINE ROOM 
| TELEGRAPHS FOR SHIPS. 


1, Also for Ships’ Cabins, Houses, Warehouses, Docks, Mines, Coal-Pits, Railways, &c. 
| FOR SHIPS, PNEUMATIC TELEGRAPHS FOR LONG DISTANCES, 


Simple and efletive, not affected by change of temperature, therefore requiring no adjust ments 


FOR HOUSES, SHIPS’ CABINS, OFFICES, &c., &c. 
| PNEUMATIC SIGNALS AND BELLS, 


Far superior to the Eleétric—no defective insulation—no maintenance of batteries—so that when once 


- fitted no further attention is required; the annoyances arising from slack and broken wires so common 
in the usual crank and wire system, are in this unknown. 


Communicator. Indicator. 


Howse | FOR SHIPS, MECHANICAL TELEGRAPHS, PATENT. 


cator with Bell. * We beg to call especial attention to these Instruments, in the price of which we have lately effected a considerable 
reduction ; they are the most perfec and reliable instruments yet introduced. 


NOTE—Although the proprietors of patents other than our own, we beg to state that the Patentees are in no way 


connected with us, or in any way interested in the sale of our manufactures ; further the material and workmanship 
pl of our instruments can be relied upon as of the very best description. 


Call Bell, PRICE LISTS AND FULL PARTICULARS AS ABOVE. 


ELECTRIC TINDER-BOX 


Realises over Lucifer Matches an Economy in the proportion of 14 to 1. 


Price 15s. 


{ 


This ELECTRO-CATALYTIC. LAMPLIGHTER 
consists of a small box in which one small element of 
a bichromate of potash battery is enclosed. The box 
bears on its side, at its fore part, two copper stems 
joined by the platinum spiral, which is destined to pro- 
duce the catalytic power. The spiral is made of a very 
fine platinum wire, rolled or hammered, so as to furnish 
an extremely slender plate. Before ‘this spiral and 
very near to it, without, however, being in contact with 
it, the wick of a small petroleum lamp is placed; and 
the battery is so arranged that the zinc, fitted to a 
kind of elastic piston-to the upper part of the box, is 
ordinarily raised some millimetres above the liquid 
excitor. The zinc is immersed, and consequently the 
battery rendered active, by merely pressing with the 
: finger upon this kind of piston, when the spiral instantly 
= attains a white heat temperature and lights the lamp. 


ALABASTER 
57, LUDGATE HILL, LONDON, E.C. 
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differ etween the actions exerted on the outside 
by eg â superposed magnetisations ; for, let the 
north pole of some other ordinary magnet be now 
placed at alittle distance from the extremity of the 
magnetised steel, the north pole will be found to act 
upon its predominating outer and southern layer so as 
to attract ; but on bringing the same extremity nearer 
the two northern magnetisms (the one on the ordinary 
magnet, and the other in the core and at the extreme 
point of the manufactured magnet) act upon each 
other to the production of a repelling force. _ 

The Quantities of Magnetism and the Situation of 
the Poles in Slender Needles.—ÆE, Bouty. (Continuation 
of a former paper.)—The distance of the poles from 
the extremities lessens nearly uniformly as x, the 
magnetising force increases from zero. The following 
formula represents this under large limits :— 


4 _aD(s —p ix). 
2 | 


D = diameter of the needle; d = double the distance 
of a pole to the nearest extremity; a and p = con- 
stants. For very great values of x this formula ceases 
to be applicable, and d rapidly approaches to a lower 
limit, ê=2a D, which, with the minimum quantity of 
magnetism L, defines what is called saturation. If we 
indicate by ¢(x) the permanent magnetising function 
of the steel employed, the magnetic moment of a needle 


-Llong—very great with regard to D—magnetised by a 


magnetic power +, will be represented by— 


whilst, for values of y very close upon its superior 
li it Y,— 
Y=" L(l-2aD) 
4 


Repetition of Passage into the Helix.—Continuing this 
sabiect,? + Be it was interesting to find out whether 
the increase of the magnetic moment under consider- 
ation proceeded from a simple change in the distribu- 
tion of the magnetism,—that is to say, from a 
displacement of the poles towards the extremities ; or 
if there was a true increase of the quantity of perma- 
nent magnetism retained by the needle. The result 
of enquiries are satisfactory, for I have found (he says) 
that the quantity of magnetism and the situation of 
the poles change at the same time. If the power of x 


B the proportion of 


the quantity of limit magnetism to the quantity cor- 
responding to the first passage decreases and tends 
towards zero; but it is remarkable that, by means of 
the curve to represent the magnetising function, if we 
look for what ought to be the strength x’ of the mag- 
netic force to produce the quantity after a single 


passage into the helix, we find for the proportion] 


very sensible constant. 
; 


No. 14. April 12, 1875. 

E. Pétion sends a memorandum in which he pro- 
pozes a new means of preserving wood. He proceeds 
by first submitting the wood to the prolonged action 
of smoke, and afterwards covering it with a coating of 
tar-water or of whitewash. 


Les Mondes. Vol. xxxvi., No. 11. Maren 18, 1875. 
A proposition to pluce clock dials at the corners of 


_ the most frequented streets, particularly in those 
places where public clocks are wanting, is to be shortly | 


laid before the French Municipal Council. These 
clock-dials are to be similar to, but rather smaller 


* 4 The Magaetisation of Steel.” By F. Bouty (TEL. Journ., 
yol. ii, p- 211). 


than, those seen at railway stations, &c., and are to be 
placed in front of gas-burners; the mechanism bein 
in electrical communication with the Bourse, they will 
all correctly record Bourse time. 


Les Mondes. Vol. xxxvi., No. 15. April 15, 1875, 


Clamond’s Thermo-Electric Battery.—H. Logeman. 
—A letter detailing some experiments made with a 
small thermo-electric pile, equal in power to two small 
Bunsen’s couples. The experiments illustrate nothing 
more than what has been several times set forth in 
earlier numbers of this Journal. 


Annales Telegraphiques. . Third Series. 
January and February, 1875. 


The most important articles are—T'he Comparison 
of Insulators and Trials of Brooks’s Insulators, a reca- 
pitulation of the researches of various eiectricians, 
notably M. Gaugain. The perusal of this article, we 
are informed, will dispense with the necessity of refer. 
ring to the previous works of M. Gaugain, as regards 
the trials of Brooks’s insulators. _ | 

Amongst other articles we notice a long and cleverly 
written one on Electric Vote-recording Machines. This 
part contains no fewer than seven large folding plates, ‘ 
in addition to several woodcut illustrations. i 


Vol. li. 


Tue traffic receipts of the Great Northern Tele. 
graph Company for the month of April were—this year, 
351,062 Îrs.; last year, 343,158 frs. Total traffic receipts 
1st January to 30th April—this year, 1,235,974 frs. ; 
last year, 1,326,066 frs. | 

Tue traffic receipts of the Direct Spanish Telegraph 
Company, Limited, for the month of April (30 days), 
1875, were £1494 148. 6d., against £1475 38. in 
March (31 days). | 

Maenetic Rarzway Raizs.—M, Heyl, engineer of one 
of the German railways, in a recent report upon the 
special section under his charge, calls attention to the 
development of magnetism in the rails. He says: 
‘ JL have observed that all the rails are transformed at 
their extremities, after they have been placed in 
position a few days, into powerful magnets, capable of 
attracting and of retaining a key or even a heavier 
piece of metallic iron. These rails preserve their 
magnetism even after they have been removed, but 
they lose it gradually. When in position, however, 
the magnetism is latent, only becoming free when the 
chairs are removed, and disappearing again when they 
are replaced. Hence it is necessary. to assume that 
two opposite poles come together at each junction, and 
that each rail is a magnet, the poles being alternately 
reversed throughout the line. This production of 
magnetism in the rails examined is undoubtedly 
attributable to the running of the trains, and to the 
shocks, friction, &c., thereby produced. The hypo- 
thesis of electric currents, induced or direct, must be 
rejected, since it is negatived by experiments upon the 
subject made with suitable apparatus. Although the 
interest attaching to the fact above stated is at present 
purely scientific, it is not impossible, says the Franklin 
Journal, that the magnetism thus developed may 
exercise an influence actually beneficial upon the 
stability of the roadway, increasing the adherence to 
the rails and the friction. It is possible, also, that the 
magnetic currents may be stronger at the moment of 
the passage of the trains, than either before or after. 
If this be so, the observations may acquire a still 
higher practical importance. 


Go Correspondents. 


“Novick ” ask: — Why cre galvanised iron roofs used on the top 


of telegrayh roles ? Tney ara used to keep the damp out of th: 
top of the pole, which would otherwise rot. ; 
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HOMFRAY & COMPANY, 


7, GREAT WINCHESTER STREET BUILDINGS, LONDON, E.C. 


PATENTEES AND PROPRIETORS OF PATENTS FOR 


[IMPROVED PNEUMATIC AND MECHANICAL STEERING AND ENGINE ROOM 
ear TELEGRAPHS FOR SHIPS. | 


__ Also for Ships’ Cabins, Houses, Warehouses, Docks, Mines, Coal-Pits, Railways, &c. 


FOR SHIPS, PNEUMATIC TELEGRAPHS FOR LONG DISTANCES, 


Simple and effective, not affeéted by change of temperature, therefore requiring no adjust ments 


FOR HOUSES, SHIPS’ CABINS, OFFICES, &c., &c. 


Sales Hose FOR SHIPS, MECHANICAL TELEGRAPHS, PATENT. 
cator with Bell. We beg to call especial attention to these Instruments, in the price of which we have lately effe&ted a considerable 
5 | reduction ; they are the most perfect and reliable instruments yet introduced. 7 


NOTE—Although the proprietors of patents other than our own, we beg to state that the Patentees are in no way 
connected with us, or in any way interested in the sale of our manufactures; further the material and workmanship 
a of our instruments can be relied upon as of the very best description. | 
Call Bell PRICE LISTS AND FULL PARTICULARS AS ABOVE. 
ELECTRIC IINDER-BOX 


(PATENT) 


Realises over Lucifer Matches an Economy in the proportion of 14 to 1. 


Price 15s. 


This ELECTRO-CATALYTIC. LAMPLIGHTER 
consists of a small box in which one small element of 
a bichromate of potash battery is enclosed. The box 

. bears on its side, at its fore part, two copper stems 

pew < joined by the platinum spiral, which is destined to pro- 

duce the catalytic power. The spiral is made of a very 
fine platinum wire, rolled or hammered, so as to furnish 
an extremely slender plate. Before this spiral and 
very near to it, without, however, being in contact with 
it, the wick of a small petroleum lamp is placed; and 
the battery is so arranged that the zinc, fitted to a 
kind of elastic piston-to the upper part of the box, is 
ordinarily raised some millimetres above the liquid 
excitor. The zinc is immersed, and consequently the 
battery rendered active, by merely pressing with the 
finger upon this kind of piston, when the spiral instantly 
attains a white heat temperature and lights the lamp. 
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TO TELEGRAPH ENGINEERS AND INSTRUMENT MANUFACTURERS, 


WALTER HALL, 


 TELEGRAPE CONTRACTOR AND MANUFACTURER 


EVERY DESCRIPTION OF TELEGRAPHIC APPARATUS. 


Silk and Cotton-Covered Copper Wires suitable for every kind of Electrical Instruments. 
German Silver Wires for Resistance Coils. 


Coils for Ele@ric Bells. Needle and other Instrumehts Wound and Tested to order. 


India-Rubber, Gutta-Percha, and other kinds of Insulated Wire, requisite in fitting-up Ele@ric Bells for eee 


&omestic and other purposes. 


Telegraph Cables for Submarine, Subterranean Aérial —" Mines and Gunnery Experiments ; also | 4 | 


for Naval and Engineering purposes. 


Ebonite, Tissue Getta Paraffin. India-Rubber and Shell-Lac Varnishes, &e., supplied. 


WORKS—MANSFIELD STREET, SOUTHWARK, SE, 


City OFFICES AND WAREHOUSES—21, ALDERMANBURY, EC: 


BECKER AND SONS 
Analytical, Assay, Bullion, and Scientific Balances 


AND WEIGHTS OF 


SOLE ENGLISH AGENTS: 


ALABASTER AND COMPANY, 
COMMISSION MERCHANTS, 


Importers and Exporters of Scientific Apparatus and Books, 


57; HILL, LONDON, E.C. 


THE CHEMICAL NEWS. 


Edited by WILLIAM CR CROOKES, F.R.S., &¢. 


4 Every Friday, Price 4d. Annual Subscription, ft. bi 
EPH GULLOTT S In addition to articles on Scientific and Applied 
STEEL 


Chemistry, and the various branches of Physical 
Science, this Journal contains an encyclopedic list of 
Sold by all Dealers throughout the World, 


chemical papers published abroad during the previous 
« week, with abstraéts of all susceptible of advantageous 


abiidgment, thus making the two half-yearly volumes, 
THE | with their copious indices, equivalent to an English 


| | edition of the ‘ Jahresberichte.” 
TELEGRAPHIC JOURNAL Lonpon: Boy Lupeate Hitt, EC. 
| AND 


ELECTRICAL REVIEW QUARTERLY JOURNAL or SCIENCE. 


Edited b WILLIAM CR .R.S. 
Published on the rst and 15th of each month. | ge à CROOKES, FRS. &c 
Price 4d. Subscription gs. per annum, post free. 


Now ready, No. XLVI., April, 1875, price 5s. 
CONTENTS. 


+ I. Niagara. Glacial and Post-Glacial Phenomena. By Thomas 
SCALE OF CHARGES FOR ADVERTISEMENTS Beit, F.G.S. (Illustrated) y 
Seven lines (50 words) Whole cate or 3 II. Heredity. 
or less, in column .. 0 3 6 page 110 0} III. The Late Transit of Venus. By R. A. Proétor, F.R.A.S. 
Each additional line.. 0 o 6 | Whole page +3 0 0 (Ilustrated.) 
column or {th page.. o 7 6 | Outside page (when at IV. The Question of Organic Evolution. 
cr}page ..0:5 © liberty.. .. -4 00] V 


. Selenography; its Past, Present,and Future. By E. Neison 
Contracts made for Repeated eee F.R.A.S., &c. 


VI. Modern Entomology. 
— Motives of versus marty. 
orrespondence, Notices of Scientific orks, Progress of the 
London: HENRY GILLMAN, Boy Court, | . arious Sciences, &c., &c. | “ 
| Ludgate Hill, E.C, Londor : 3, Horse-Shoe Court Ludgate Hill, E:Ç 
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Bobbins of Wi 


 This- ‘Instrument, is well construdted and finished, and gives a clear, loud sound. ‘ag is capable of working on 
line from 100 yards to several miles in length. 
Two Sets of Instruments, with Batteries, Chemical, Connecting Wires, | 
Additional Cells, where’ Extra Battery. Po is required, 48. 64, 


‘ 


25 yards, 38.5 50 yards, 58.3 100. yards and upwards, té. pee 


SHOULD BE ACCOMPANIED WITH REMITTANCE, 


“It is understood to be the desire of thé Post | “The Postal Telegraph Departmemt is rapidly 
Office authorities to extend the use of the ‘Morse | extending the use of ‘Sounders,’ by converting all 
Sounder.” in this ag rapidly as. possible.” - | the inking circuits. to * "TELEGRAPHIC 


Tele or “ ‘Sounder, | 


Price, full by Post ts. 
Importers: of Scientific oks, 
LUDGATE HILL, LONDON BC 


UPRIGHT MAGNETIC MACHINE, 


ras. So universally used by the Medical Profession. ee. 


ip. 
* 


Eledtrical, Galvanic, Magnetic, Chemical: Photographie, and 

Ele@ric’ Bells and Indicators of every Description 

For Hotels, Warehouses, Manufattories, Mines and domestic and 


+ À a 


19 ASTON STREET BIRMINGHAM, 


4 
1 
| 
RAC 
3 
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| 


| Bands, Knee Wristlets, Anklets, Friction Gloves, &c., &c., for 

: GOUT SESPINAL WEAKNESS ASTHMA | LIVER AND KIDNEYS 
“INDIGESTION |. EPILEPSY, BRONCHITIS 


| 


| 


the which are i of lig ht such as silk, merino, and 

‘a “velvet, are powerfully Magnetic, and supply gentle and continuous currents of ELECTRICITY. without the - 
He “aid of batteries, chains, or acids. They are worn over the underclothing, require no preparation, give ho a 
|} shocks, and generate no sores. Little or no sensation is experienced, ‘unless it be the glow of returning health, 
and experience has proved that the be worn with mach and Infants, 


13 


ra 
7 


à: 


mines addresses are appended have kindly given us ‘to publish same, as a gusriotes 
+ the genuineness of ‘' The Magneticon.” Their reasons for testifying to the great curative properties of our ene Appliances are à 4 r 
: derived either from their own experience, or from their knowledge of the benefit which others have receiv x 4€ 


The D er Lady Palmer, Dorney House, Windsor. The Rev. J. B. Talbot, Secretary and of “ The 
À, Knox, M.A., Reftor of Shobrooke, Devon. ee Home,” Woodhouse, Wanstead. 
Woodford, Esg., M.D. House, Ventnor, _. | Arthur S Medwin, Esq., 28, George Street, Euston. Sees, À 
Charles Lowder, Esq., M. D. London. 
Thomas J. Cottle, Esq. MR and L.S.4., Cheltenham. ‘'W. Johnson, Esq., Royal Hotel, Ventnor, Isle of Wight, “4 
os eS The Rev, A. Morton Brown, LLD., M Minister of the Congre- | Mr. Maunder, Station Master, London and South Western Rail: —. 
gational Church, Cheltenham. ways Yeovil. 
C. W. Hodson, 25, Evry Street, Mr. W. J. Harmer, Editor, Stratford Courier.” 
ne a Se : Henry Hopkins, Esg., Ph.D., M.A., F.C.P., formerly Principal of | Mrs, Boden, “ Princess Louise Home,” Woodhouse, Wanstead. 
Summer Hili School, Birmingham, and author of several Mrs. Giniver, Kingsdown Orphan Home, 12, Kingsdown. Road, » 
The Rev. R. Williamson, The Manse; Waltham Abbey. Mr 28, New Broad Street, London, E 
Mr. M. Lockhart, M.B.A.A., of the Cemenary Me- | Mr, ichard lice, The Dis nsary, Exeter. 
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8, “UPPER BAKER STREET, PORTMAN SQU LONDON. 4 É 


ba Illustrated numerous : a Lecture on n M agnetism Health, Hagary, à ink 
eae particulars of “ The Mcgneticon,” may be had on application, or will be forwarded post free. 


oA copy À. ten Magnetic Review: a Record of Curative Eleétric Science and Journal of Health,” Seon ste = Wetton and Co, will 


forwarded pust free. | 


+ 


FOR 18760 
i WITH MAP OF THE WORLD, SHOWING THE CA BLES ALREADY 
LAID AND THOSE IN COURSE OF CONSTRUCTION. 


|Unmounted Copies. 8d. Mounted, folded, poet free. 
on Rollers and Varnished, 2. ; extra. 


This contains respeding the Submarine the Post Office Telegraph, 


"Telegraph of the Railway Companies, Tables, Notes, &c., for Construétion, Repair, and Testing of Lines, chad : 4 


“The Publisher of the ‘ SES Tournai" has prepared for 1875 a sheet almanack with a large quantity of information - 
telegraph lines all. over the world. he matter is rendered all the clearer by a on a good scale, wbich 
ly every place between which there exists electric communication. "Standard. 


LONDON : HENRY GILLMAN, BOY COURT, LUDGATE HILL, B.C 
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NEW YORK 


LONDON: HENRY 
D. Van NosTrAND, 23, Murray Street and:27, 
; Madame VEUVE J. BOYVEAU, Libvarie Etrangère, 22, Rue. de la Banque. 
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ILLMAN, BOY COUR’ 


“Warren Street. 


Paris: ‘M. Brecver, 39) 


BERLIN: A. Asner & Co., 53s Mohrenstrassé. 
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MODEL “MORS 
is well cons rudted and finished, and gives a clear, loud sound. Tis 
100 yards to several miles in length. 


with Batterie, Chemicaïs, Connecting Wins, a 
| in box complete, 
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